Hearing Aids 


Contact 

Address : 

202 Quentin Rd #1M 
Brooklyn, NY 11223 

Phone : 

347-897-9260 

Website URL 

www.entnyni.com 


About US 

The purpose of audiological evaluation is to quantify and qualify hearing in terms of the degree and the type of 
hearing loss. The loss may be conductive (a temporary or permanent hearing loss typically due to abnormal 
conditions of the outer and/or middle ear), mixed (a combination of conductive and sensorineural components), 
or a central auditory processing disorder (a condition where the brain has difficulty processing auditory signals 
that are heard). 


Audiological evaluation is also carried out for purposes of monitoring an already identified hearing loss. Once a 
particular hearing loss has been identified, a treatment and management plan is put into place. The plan may 
include medical or surgical intervention, prescription of personal hearing aids, prescription of assistive listening 
devices, skills development through audiological rehabilitation, or simply monitoring of the condition through 
periodic assessment. 

An audiologic evaluation is sometimes thought of as “just a hearing test,” but more than “just” the ability to hear 
sounds is involved. The audiologic evaluation consists of a battery of tests each providing specific standalone 
information. Yet, the tests complement one another. The audiologic evaluation consists of several different 
components. The entire test takes anywhere between 15 to 30 minutes. 
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Additional Details 


Hours : 

Mon-Tue-9am-5 pm 
Wed-8:30am-12pm 
Thu-8:30am-5pm 


Payment Accepted : 
Cash, all cc, checks 



Social Profiles 


https://www.facebook.com/Hearing-Aids-23601004176Q3923/ 

https://twitter.com/HearingAidsll 

https ://www.qooqle.com/maps/place/Hearinq+Aids/(g>40.6057715,- 

73.9809287.17z/data=!3m1 !4b1 i4m5!3m4!1 s0x0:0xe415a40a40c0e385!8m2!3d40.6057715!4d-73.97874 






